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nobles to kiss their feat and often they were
found to take away the young girls for their
sexual pleasures. For nil these reasons every
Filipino hated them. Still the people tremble
in fear and hatred when they speak of the
Spanish tyranny. During the Spanish rule
the lives of the people were unsafe, the
country was an abode of malaria and various
other kinds of diseases. The roads were
undeveloped and there was no proper
system of communication in the country.
When the Spanish tyranny became unbearable,
the people revolted against the authorities
in different parts of the country in 1895.
In that year the people of Cuba also stood
against the Spanish authorities and began
to fight against them most chivalrously. As
a result of the revolt much of the capital
invested by the Americans in Cuba suffered
heavily and so the Americans asked the Spanish
authorities to make good their loss, but the
authorities did not accede to their demands.
Moreover, on the 15th February in that very
year the 'Maine', the American battle-ship,
was destroyed in the port of Havana by the
Spanish authorities. Eor these reasons the
American Congress declared wa* against them